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N°  2703. 


Plaisters  and  Bandages. 


( Provisional  Protection  not  alloived.) 

PROVISIONAL  SPECIFICATION  left  by  Christopher  Chandler  and 
William  Henry  Southan  at  the  Office  of  the  Commissioners  of 
Patents,  with  their  Petition,  on  the  5th  August  1874. 

We,  Christopher  Chandler,  of  13,  Artillery  Street,  Bermondsey,  in 
5  the  County  of  Surrey,  Druggists’  Sundry  man,  and  William  Henry 
Southan,  of  13,  Princess  Street,  Clerkenwell,  Gentleman,  do  hereby 
declare  the  nature  of  the  said  Invention  for  “  Improvements  in  Surgical 
Plaisters  and  other  Bandages/’  to  be  aS  follows  : — 

Heretofore  in  applying  plaisters  and  bandages  to  wounds  and  sores  the 
10  patient  has  suffered  great  pain,  both  from  the  application  thereof  and 
from  the  unwinding  of  the  same  in  order  to  inspect  the  progress  of  the 
parts  affected;  whilst  another  great  disadvantage  (which  in  many  cases 
has  been  attended  with  serious  consequences  to  the  patient)  has  been  the 
impossibility  when  redressing  the  wound  or  sore  to  insure  the  same 
15  disposition  of  the  various  veins  and  arteries  as  they  were  placed  in  upon 
the  first  application  of  such  plaister  or  bandage,  or  both. 

Now  the  object  of  our  improvements  is  to  obviate  these  various  dis¬ 
advantages  by  perforating  such  medical  plaisters  and  bandages  with  a 
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series  of  holes  or  perforations,  such  holes  or  perforations  being  either  of 
a  circular,  horizontal,  triangular,  or  any  other  convenient  form,  and 
being  arranged  in  stripes  of  greater  or  lesser  breadth  and  at  suitable 
distances  apart  upon  the  plaister  or  bandage.  By  this  means  the  pro¬ 
gress  of  the  parts  affected  is  partially  discernible  through  the  perforated  5 
stripes  aforesaid,  and  if  it  is  found  to  be  satisfactory,  the  dressing  may 
be  permitted  to  remain  undisturbed,  which  in  itself  is  frequently  a  great 
advantage ;  but  if  on  the  contrary  a  closer  examination  is  desired  than 
can  be  obtained  through  the  perforations  aforesaid,  or  should  the  parts 
affected  require  to  be  redressed,  either  wholly  or  partially,  then,  instead  10 
of  entirely  removing  the  plaister  or  bandage  as  heretofore,  it  is  only 
necessary  to  remove  a  small  portion  thereof  by  severing  the  outer  row 
of  holes  or  perforations  on  each  side  of  such  perforated  stripe  for  a 
sufficient  distance  to  permit  of  the  plaister  being  turned  back  so  as  to 
permit  of  such  examination,  or  of  being  detached  and  removed  altogether  15 
should  redressing  be  found  requisite. 

Another  advantage  of  our  improvements  is  that  the  perforations  or 
incisions  in  the  plaister  or  bandage  allow  of  the  escape  of  fluids  without 
disturbing  the  dressing,  and  the  cooling  of  the  parts  affected  by  per¬ 
mitting  exhalation  and  ventilation.  20 
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Printed  by  George  Edward  Eyre  and  William  Spottiswoode, 
Printers  to  the  Queen's  most  Excellent  Majesty.  1875, 
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